Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

UNCLASSIFIED 

PAGE 01 LOME 00636 270917Z 
ACTION FBOE-OO 

INFO OCT-01 AF-10 ISO-OO OC-06 CCO-OO STE-01 A-01 
SY-05 /024W 

048951 271301Z/43 41 

R 241700Z FEB 78 
FM AMEMBASSY LOME 
TO SECSTATE WASHDC 3648 

UNCLAS LOME 636 

EO 11652: N/A 
TAGS: AFAC ASEC 

SUB J : COMM GENERATOR INST AT .1 . ATTON-I ,OMF, 

1 . LISTED PIPING AND FITTINGS ARE REQUIRED TO 
EFFECT GENERATOR FUEL INSTALLATION. 

2. REFERENCE MCMASTER-CARR CATALOG 83 PAGES 866, 

867, 868, 869 (NOT SUGGESTED VENDOR). 

NO 4500N EXTRA HEAVY STEEL PIPE 
108 INCH EA 1/2 INCH IPS (180 FT) 20 EA 
HEXAGON BUSHING 125-1B GAIV 
45 35K63 1X1/2 6 EA 

45 35K64 1X3/8 3 EA 

45 35K57 3/4 X 1/2 2 EA 

THREADED REDUCER BLACK 

4540N81 2X1/2 2EA 

4540N79 2X3/4 2EA 

PIPE COUPLINGS 3000 LB FORGED STEEL 

4546K43 1/2 8 30 EA 

PIPE NIPPLE ASSORTMENT BLACK 

4561K13 1/2 (100 PIECES) 1 CARTON 

THREADED PIPE FITTINGS BLACK 

4515K43 90 DEGREE ELBOW 1/2 20 EA 

4516N43 45 DEGREE ELBOW 1/2 10 EA 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LOME 00636 2709 17Z 

UNION FITTINGS BLACK 
4555K43 1/2 10 EA 

PAGE 863 TEFLON TAPE-DOPE PIPE JOINT SEALER 
4591K12 1/2 12 ROLLS 

3. CONTACT MR ROBERT BOWERS, UNITED POWER SYSTEMS- 
REQUEST BOM FOR CONNECTING DAY TANK TO GENERATOR 
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(DISTANCE APPROX 20 FT PIPE RUN). ALSO DETERMINE 
COST FOR THIS BOM WITH IDEA INCLUDING AS PART OF 
STANDARD GENERATOR PACKAGE. 

4. REQUEST ALL ITEMS PARA 2 AND 3 BE AIRSHIPPED 
ASAP. PALMER 


UNCLASSIFIED 


NNN 
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